PART 68 PLUG/JACK ATTESTATION LIST 


AS PER FCC PUBLIC NOTICE #77173 OCTOBER 17, 1997 

"As a follow-up of our Public Notice #14088, July 24, 1991, reaffirming Part 68 requirement for plugs and 
jacks used with premises wiring, we are publishing an updated list of suppliers who have agreed to mark 
packages of these products with the statement: Complies with FCC Part 68" 


6 - Pin Generic 

3 - Pin Waterproof 

Adam Technologies 

AT&T 

Allen Tel Products 


Allsun Corporation 

8 - Pin Generic 

Amp Incorporated 


Arin Electronics 

Adam Technologies 

AT&T 

Allen Tel Products 

AWC/ACS Industries 

Allsun Corporation 

Corcom 

Amp Incorporated 

Dupont Electronics 

Arin Electronics 

Eucheing Industries 

AT&T 

GC Electronics 

Corcom 

GTP Technologies 

Dupont Electronics 

International Cable & Connectors 

Euchering Industries 

Kycon 

GC-Thorson 

Lantech C&C Supply 

GTP Technologies 

Leviton Telcom 

International Connectors 

Modular Devices 

Kycon 

Molex 

Lantech C&C Supply 

Premier Telecom Products 

Leviton Telcom 

RadioShack 

Modular Devices 

Siemon Company 

Molex 

Stewart Connector Systems 

Premier Telcom Products 

*Suttle Apparatus 

Siemon Company 

Telco Intercontinental 

Stewart Connector Systems 

Virginia Plastics 

*Suttle Apparatus 


Teleco International 

6 - Pin with Sliding Cover 

Virginia Plastics 

(RJ14X) 



8 - Pin Keyed 

Adam Technologies 


Allsun Corporation 

Allen Tel Products 

AT&T 

Amp Incorporated 

GTP Technologies 

Arin Electronics 

Premier Telecom Products 

AT&T 

*Suttle Apparatus 

AWC/ACS Industries 


*Suttle has a line of anticorrosive, moisture-resistant 
jacks. 


